Subject:  Fire  investigation  -  South  El  Monte 
From:  "Williams,  Marsha  L."  <MlWillia@lasd.org> 

Date:  6/27/18,  2:41  PM 

To:  Temple  Station  BOS  Field  Rep  Notification  <TEMBOSFieldRepNotification@lasd.org>,  Temple  Station  City 
Alerts  <templestatcityalerts@lasd.org> 


On  June  27,  2016,  at  approximately  12:30pm,  a  fire  started  at  a  plastics  recycling  company  in  the  1800  block  of  Chico 
Avenue,  South  El  Monte.  Empty  plastic  barrels  were  on  fire  and  extinguished  by  the  Los  Angeles  County  Fire  Department. 
No  chemicals  were  involved.  Rosemead  Boulevard,  Rush  Avenue,  and  Chico  Avenue  were  shut  down.  Employees  were  evacuated 
with  no  injuries.  Detectives  investigating  to  determine  cause  of  fire. 


Lieutenant  Marsha  Williams 
Temple  Sheriff's  Station 
8838  Las  Tunas 
Temple  City,  CA  91780 
(626)  285-7171 
mlwilliaPlasd . ora 


